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JDr-O-757 
i June 1$>80 


MIKDRAHOUH FOR: 'JDQ ADI' .t x.trtl officer 


PtC&W INTL 


SUBJECT j 


REFSKEKClBs 


ihslfei Group , OOP 


Executiv*.- Coiar.it tee 1930 Approved 
Resource J.evel for Project ALLSTAft 


A. Memore&dim from !>QCX to iutwcutiva 

Ccesattta© Members, fitd. It Kerch 1998, 
Subject * Pi seal Tear 19ft Review of 
Autotetia Data Processing (ASP) Projects 

B« M®note*du» iron BOCX to Executive 
CccMtite* Kenhers# At4. 23 Key 1979, 
Subject i rise*! tsar 1975 Review of 
Auto** tic oats !*rocessiag Aesources 


!• The OOP provide*. resources for Project ALLSTASL 
were approved by the Free itlve Cossaittefe at the level 
of 11,149 for 1983. Thin level was derive*! from your 
l$ftd requirements which it u provided to OOP at the start 
of the fiscal year. 

2. As specified in the referaktc* da tod 2'i Kay 1979, 
this assorandua is writu-f to infer*; ywu that ALliTAB has 
reached the 75 percent is v*l of reatairces approved for 
1980. Please provide yont require** <ait> cm the attachment 
for the last five aofsils <1 Ft 1980, we will notify you how 
fsech these requirement * sill change the total fiscal 
year cost. If the total tost will tat cued the initial 
8830M approval level by itrz than It percent, you oust 
prepare a MM»rai»d«a requt sting Ccsa* trollor approval* 

This memorandum will incipiz an explanation of need for 

c new projection of the cost 

of ODP services requit « 5 for the remind sr of the fiscal 
year, and a statement udeiessing the availability of OOP 
resources to provide tie iacrcased i-er vises and tii& iupact 
os ALLSTAR if the iacr# *f f is act approv-ad. 


: i • : ■ , J '• • 5 ’ • 
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3* PI ease for war L S.-ils ats-acsawit; with your May ~ 
September 1980 regal*'*"* within is working days to 
the Chief, Program an.l fl * K . ~st Groay , r*ar*ag«i8«&t Staff, OOP. 


Atti a/a 


STATINTL 


ce ; Cenptrollez 


Distribution i 

Original - Addressee 
1 - DD/P/ODF 

1 y C/P&BG/fclS/O A’ 
-T ~ O/D/ODP 

2 - OOP Registry 

c/ p&bg/ms/odp/^^^^^HI 



STATINTL 


5/9/20 


$ r 




s f -I ^ ffV ^f! 
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9 June 1980 



1980 Major 

Pro j ect 

ALLSTAR 




Description 



ODP Service 





Batch 

VM 

GIMS 




(CPU 

(connect 

(transactions 




hrs) 

hrs) 

K) 

1 . 

User Requirements 

(FY 1980) 

3,826 

1,237 

0 

2. 

Usage First Seven 

Months 

2,647 

795 

0 

3. 

Projected Usage FY 

1980 

4,538 

1,363 

0 


(straight line) 

4. Revised User Requirements 

(May-Sep) 

5. Revised Usage Projection 

FY 1980* 


*Sum of lines 2 and 4 


Approved¥^f$i^S£MftY<8/0^^RimiP833II0£5l®E®00300170009-5 



